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NEW ENGLAND COMPOUND g 
697 WAVERLY ST. i 

697 WAVERLY ST. 5 

FRAMINGHAM, MA 01702 PI E 


JDO/BUPIV/HYAL (PF) 1%-0.375%-5U/ML INJECTABLE 


Flavor: 

Description: 

Quantity made: 3300 ML 


Batch yield: 3,300.000 


... <\ 

\\ 48oS m3 | 

H 12.. 377 g v{ 

■ u 33.068 g*^ 

(fef 7 

Schedule: L • Active [vT 

Formula ID: 10070 
PCCA ID: Log ID: 219446 


Date made: 3/6/2012 
Lot number: 0306201 2@85 

Beyond use date; April 5, 2012 2:12 PM 

30 days after compounding date 

Pharmacist: GC 

Technician: S CARTER 

NDC1: 

Packaging: 10 ML CONTROL SYRINGE, T.E.CAP 
Equipment 


Pricinp calculations from the loo ‘ 

elHt- 

Estimated price $iei, 506.90 as of i 

Ingredient cost $0 00 

Device cost $ 0.00 

Time cost $0 00 Time to make: 

Profit $181,506.90 

0 



Labeling: REFRIGERATE 
Stability information: 

Zhjzmicals 

/ ilDOCAINE HCL (STERfLE) POWDER 
%/ Lot #: 1 1260824 / Mfg: LETCO 

^_ChgfriLcal.Co d e^- \J Volumes- 


Sch. ^^Qdantity used /QS/ (Balance) 

33 GM ^ 

Exp. date: 4/16/201. 


nfa/', 

iv\ jsl 


Balance: 
-A 


L 

-Potency: 


$33,00 


09/26/2008 


( 1 BUPIVACAINE HCL (STERILE) .POWDER tp. 

VLM * ; SSai'3»<SS / “ 6; 

Balance: 

^WYALURONIDASE (PF) 150 U/ML INJECTABLE 

K/Lot #: 0202201 2@44 j Mfg: STORE 

Ch emical Code: 

3al«nce: 


Whlsr>- LETCO 

AWP: 

r Each ML contains 0.01 GM or 1% 
NDC: 3.877 90 Q82ffi ChemlnvlD: 0 


, / 

% ocr' 


Volume: 



12.375 GM ^ □/ $12.38 

Exp. date: 4/36/2646- / Whlsr: MEDISCA 

S amount: / AWP: 

y * / Each ML contains 0.00375 GM or 0.375% 

NDC: 38779-05Z4-05 ChemlnvlD: 0 


12/28/2009 
$o.oo- " 



L 

: 7/31/2012 


NDC: Sy^?-Z 

4059 MG U □ 


Whfsr: STORE 

AWPj 

Each ML contains 0.0332 Ml 
£7-3038-00 ChemlnvlD: 1/439 


ChemlnvlD: p ^ 

$0.00 / 02/02/2012 J j . , 

AWp£' ^424.28 
0.0332 ML or 3.32%T A — 


Vii 


Balance: 


.DETATE DISODIUM (STERILE) POWDER 
lot#:73040/F (/ Mfg: MEDISCA 

^bemtcaLCcde: — \j Volume: 


Dtency: 


Exp. date: 11/30/2012 

QS amount 


$0.58 02/23/1998 

Whlsr: MEDISCA 

AWP: $0.00 

Each ML contains 1.23 MG or 0.123% 

NDC: 5f 927-1 317-00 ChemlnvlD: 80 




SODIUM CHLORIDE 0.9% (PF) LIQUID 
\VLot #: 08-1 09-JT Mfg: HOSPIRA 

Chemical Code: Volume: Potency: 

lalance: * * 


3300 MLV' 

Exp. date: 8/31/2013 

QS amount^-— ' 


3 $3,300.00 06/17/2005 

Whlsr BRAUN 

AWP: 

Each ML contains 1 ML or 100% 

NDC: 00264-7800-00 ChemlnvlD: 288 


».oo i,y 


(Added all GM & GMS: 45.38) 


$3,345.96 


.og Instructions & Notes 


Driginally made as: 3300 LIDO/BUPIV/HYAL (PF) 1 %-0.375%-5U/ML INJECTABLE 
Calculated lot number: 0306201 2@85 Beyond use date: 4/5/2012 
: ORMULA INSTRUCTIONS: 


FACILITY NAME: MASS EYE AND EAR I NFIRMARY. BO STON 
7EBRA LABEL: 997001002 

FACILITY GETS SPECIAL 10ML CONTROL SYRINGES. SPECIAL ■ 

MOTE: 10ML FILUN i0l>U_ SYRINGE. 

rHIS FORMULATION IS A ST EH/lJE FORMULA TTC W m D ' Mttffr B’E-WAB' 

APPROPRIATELY TRAINED IN ASEPTICTECHNIQUE. / 

r ACIUTY NAME: fY)dS$ ?<tc * - & ■ 


i NGESIZE: 

Date entered: 3, 
hecked by: 


„„ " EYE BLOCK ;„mv,live-l, e a 

Lidocaine 1% single use onl y 

Buplvacalne 0.375% B3KBSSI - 

Hyaluromdase 5 Units/mL id# 030620i?(aB5< / ^ S 
jSsSsr*" y" \ Exp / 04/05/201 

/in mL ) MttUIDHIl, 

-/ M700ina??a 

DEa ^ 



5 B 


3-319 


DOJ NECC001 109457 


liipw 

2 

LIDO/BUPIV/HYAL (PF) 1%-0.375%-5U/ML INJECTABLE 


NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


Flavor: 

Description: 


Quantity made: 3300 ML 


QUANTITY:, 



Batch yield: 3,300.000 
Qty remaining: 3,300.000 


Schedule: L Active (yT 

Formula ID:10070 
PCCA ID: Log ID: 219446 

Route of admin: 


LOT#'S 

FILTER LOT#__ 
SYRINGE LOT# 



STOPPERLOT#, 


FOFtMULA* 


1) WEIGH LIDOCAINE HCL , BUPIVACAINE HCL, EDETATE DISODIUM IN STERILE WEIGH CUP 

2) ADD 60% OF FINAL VOLUME OF SALIN&0T9% (PF) WITH STIRRING TILL SOLUTION IS FORMED 

3) MEASURE AND ADD WITH STIRRING-THE APPROPRIATE VOLUME OF HYALUONIDASE 160U/ML (PF) "STOCK" 

SOLUTION . 

'• CHECK AND RECORD PH=(^t, ), NORMAL RANGE = 4.5-5.5***.(PH ADJ MUST TAKE PLACE TO MAINTAIN 
ABILITY OF HYALURONIDASE + LOCAL ANESTHETICS) ADJUST IF NEEDED THAN QS TO FINAL VOLUME 
WITH 0.9% SALINE (PF). 

5) FILTER TROUGH .22 MICRON FILTER (NALGENE -VAC. OR DISK FILTER BASED ON LOT VOLUME) 

6) DISPENSE 10ML IN A SPECIAL 10ML CONTROL SYRINGE 


Date entered 
hecked by: I JA 



2:54 PM 


Last modified: 3/6/2012 2:13:01 PM 


w 


Date: 


\ 



3-320 


DOJ NECC001 109458 


